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Ferracute Machine Company, 

Bridgeton, New Jersey, U.S.A. 

August 29, 1892 

Answering Yours of August 27, 1892 

United States Mint 
Philada. 

Gentlemen: 

We regret if we have given you the impression that the Coining Press is now ready for 
inspection and trial. The blanks requested were for properly arranging the attachment, and not for 
running through the press, although eventually they could be so used. We wish to have 
everything working satisfactorily before Mr. James and Coiner come down. If we have good 
luck, this will be in a very few days, but it will not pay them to come tomorrow, as machine will 
not be in condition to show them. 

We have a few blanks here, but would like another thousand if it is practicable to send 

them. 


Yours truly, 
Ferracute Mch. Co. 
R. 



